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1. The Bohlen gasoline works (Benzinverk Sablen) ayneacs CS te eerlucting 
iliegal intargenel trade, and is suppesed to heave received a high capacity 
stean boiler for coel dust from she Kebicnschevinoespeselisarart, Stutigar’s.* 


2. The SCC in Karishorat bas ordered an immedinte halt te mew construction and 
rencvations in 01) SAG nlants. The net4i:4 was given even te the inportent 
Bohlen werks that only current vapelre necese ry for the minterance of the 
plant vere to be carried out. Tt was directed that repairs ef 100 to 1,000 
East Merke would require the epeeial appromi oa: the technical mANA gamer » 
and that repaire of over 1,000 East Marks wast be approved by the top 
manngenent, that is, the Russians, 


3. At the present tins, the Bbblen varke is uulergeing reorganization, The 
power plent and the Ligrite mines ere to Secome *People's Fraperty*® (VVE; 
while the actual gaseline works rerains Sovict property (SAG), Ags ald the 
installations in the gasoline works are in eperation, there are no nors 
raserve Pipe systene availcble, The high pressure installation bas seven systems 
of nines, of which fowr are used for sasciiue and three for tar. Spars 
parts are in very short supply, so thet the greatcet diffieultics can 
erise in regard to repairs. 


4. A highly sensitive scale used in iso-octeme preducilon, that had to be repaired 
end for whieh there was no replacenent.waa out oo. comission fran Crtober 
wntil Decanter, Furthermore, the iso-cctane prodused in the fourth quarter of 
1950 was rejected by the Russiane, beecuce of poor quality, Tt wes fintiiy 
used for avtonoblie gasoline, Becanuge cf thio fact, leo-oetane production since 
January 1951 wes deereased to one~half eerecity, so that only 8 columms are working 
anstead of 22, and only 3.5 tens have been precucad. 


8, AT, (bigk octane goscline) preduction Jn 1949 ves 14,900 tons. In 1950, 
20,000 tons were planned. 


5. The hydrozenstion plant has a tremendous need for steel] tubes of 2 te 2.5 on. 
Beermge only precision ntecl can be used fer these purposes, sheet. nota 
ia beine used for refrieeraters and preheaters; thiszof course, will n + have a: 
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Since April 1951, there has been a further réduetion in iso-cetane production, 


with the result that only one=-efxth of the plent is in operation. In the 
factery, it is presumed that the production will come to a halt altogether, 
beeavse « similar plant has apparently bean set wp in Russia, Since 1 
April, the raw material, A.T. gasoline, needed to produce iso-octane bas 
heen produeed in greater quantities with an ectane ecntent of 98 to 102.5. 


Approved For Release 2001/0 


3/06 : CIA-RDP 
i S ae oe 


4g oe VF dk, EERE 


82-00457R008300530010-5 


bee Uldak 


